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Ministry of Health KINGDOM OF SAUDI ARABIA General Directorate of Infection Prevention and Control 


Terminal Cleaning 


It is Defined as Cleaning and Disinfection of the Patient 
Room/Care Area after Patient Discharge/ Transfer 


Methods 


Manual 


Technology 
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Manual cleaning: Cleaning and disinfection of all environmental surfaces in the patient room/care area using hand 
cleaning by mobbing and wiping of all surfaces that include (floor, walls, ceiling, patient bed, bed side table, T.V, T.V 
control, door, dining table, bed side curtain, monitors, infusion equipment telephone). 


Terminal cleaning using technology: 
1. Ultraviolet equipment 
2. Hydrogen peroxide Fogg or vapor 
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